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APPLICATION OF A CHANNEL DESIGN METHOD TO HIGH-SOLIDITY CASCADES AND TESTS 
OF AN IMPULSE CASCADE WITH 90° OF TURNING ! 


By JoHN D. Sranrrz and LEONARD J. SHBLDRAKE 


SUMMARY 


A technique is developed for the application of a channel design 
method to the design of high-solidity cascades with prescribed 
velocity distributions as a function of are length along the 
blade-element profile. The technique applies to both incom- 
pressible and subsonic compressible, nonviscous, irrotational 
fluid motion. For compressible flow, the ratio of specific heats 
is assumed equal to —1.0. An impulse cascade with 90° 
turning was designed for incompressible flow and was tested 
at the design angle of attack over a range of downstream Mach 
number from 0.2 to choke flow. To achieve good efficiency, the 
cascade was designed for prescribed velocities and maximum 
blade loading according to limitations imposed by considera- 
tions of boundary-layer separation. 


INTRODUCTION 


In order to obtain large pressure ratios per stage in 
axial-flow compressors and turbines, cascades of blade 
elements with large fluid-turning angles are required. High- 
solidity blading is required to achieve these large turning 
angles without serious shock losses due to supersonic peak 
velocities and without boundary-layer separation due to 
excessive blade loading. However, because friction losses 
increase with the ratio of wetted surface to flow area, it is 
desirable that the blades be as highly loaded as possible so 
that the solidity be no greater than necessary. Thus it is 
desirable to have design methods for high-solidity cascades 
with maximum prescribed velocities that do not result in 
shock losses and with maximum prescribed deceleration 
rates that do not result in boundary-layer separation. Such 
blade elements should have optimum efficiency for the 
prescribed turning angle of the fluid. 

Two types of method are used for the design of blade 
elements in cascade: (1) airfoil methods, and (2) channel- 
flow methods. Airfoil methods have been developed for 
incompressible and linearized compressible flow (refs. 1 to 
5, for example). These methods are exact for irrotational, 
nonviscous fluid motion but generally become difficult 
to apply if the blade-element solidity is large (1.5 or larger). 

For high blade-element solidities, channel-flow methods of 
design are used, in which the channel between blades is 
designed and the “islands” between adjacent channels 
(fig. 1) constitute the blade elements, with the nose and tail 
of the islands rounded off. Geometric methods for channel 
design based on the combination of several circular arcs 
have been used extensively (ref. 6, for example), but these 
methods have no direct control over the velocity distribution 
along the blade-element profile. 

In reference 7 the shape of the mean streamline between 


blade-element profiles and the velocity distribution along 
this streamline are prescribed together with the blade 
spacing, and the resulting blade-element profile and velocity 
distribution along it are determined. The method involves 
approximations that are accurate for high-solidity cascades, 
but has no direct control over the velocity distribution along 
the profile surface. 

Design methods for blade elements of high-solidity cascades 
with prescribed velocities along the blade-element profile are 
given in references 8 to 10. All these methods involve 
approximations. In reference 8 the desired velocity distri- 
bution is obtained by trial-and-error methods. In reference 
9 the shape of one channel wall and the velocity distribution 
along it are prescribed so that, as in reference 7, the problem 
is overdetermined and therefore approximate. In reference 
10 the manner in which various flow conditions vary across 
the channel of high-solidity cascades is assumed. 

А. technique for application of the channel design methods 
of reference 11 to the design of high-solidity cascades with 
prescribed velocity distributions as & function of arc length 
along the blade-element profiles is presented herein. The 
technique applies to both incompressible and subsonic com- 
pressible, nonviscous, irrotational fluid motion. For com- 
pressible flow the ratio of specific heats is assumed equal to 
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FIGURE 1.— Cascade blade obtained in zy-plane by rounding off nose and tall of island between 
adjacent channels designed for prescribed velocity distribution along walls. 


1 Bupersedes МАСА TN 2652, “Application of a Channel Design Method to High-Solidity Cascades and Tests of an Impulse Cascade With 90° of Turning” by John D. Stanitz and 
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—1.0. The design method gives exact results except for the 
approximation resulting from rounding off the nose and tail 
of the blade element. In order to investigate the validity of 
rounding off the nose and tail and to investigate effects of 
compressibility and viscosity, a high-solidity, 90° impulse 
cascade was designed and tested. In order to achieve good 
efficiency, the cascade was designed for prescribed velocities 
and maximum blade loading according to limitations imposed 
by boundary-layer separation (ref. 12). The cascade was 
developed for incompressible flow and was tested at the 
design angle of attack over a range of downstream Mach 
number from 0.2 to choke flow. The data were analyzed and 
correlated by methods developed in the report. 

The application of a channel design method to high-solidity 
cascades reported herein was developed at the NACA Lewis 
laboratory during 1951 and is part of a doctoral thesis con- 
ducted by the senior author with the advice of Professor 
Ascher H. Shapiro of the Massachusetts Institute of Tephi 


nology. 
CASCADE DESIGN METHOD 


A cascade design method based on the channel design 
methods of reference 11 is developed for nonviscous, irrota- 
tional, incompressible or compressible fluid motion. 


THEORY OF METHOD 


Outline.—Consider the flow of fluid past the high-solidity 
cascadein figure2. Any two blade elements and their respec- 
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FIGURE 2 一 Channel between adjacent stagnation streamlines with velocity potential lines 
\ — andsubseript conventions for flow throvgh cascade. 
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tive stagnation streamlines upstream and downstream of the 
cascade constitute & flow channel. In the proposed high- 
solidity cascade design method the shape of this channel will 
be determined, except for regions in the vicinity of stagnation 
points, for prescribed variations in velocity as a function of `. 
arc length 8 along the channel walls between points corre- 
sponding to the nose and tail of the blade elements. The 
channel design methods of reference 11 will be used to solve 
for the shape of this channel between high-solidity blade 
elements. 

The flow field of the two-dimensional channel between 
blade elements is considered to lie in the physical zy-plane 
where z and у are Cartesian coordinates for which the units 
are so chosen that the channel width downstream at infinity 
is unity. (All symbols are defined in appendix A.) 

At each point in the channel between blade elements the 
velocity vector (fig. 3) has a magnitude Q and a direction 8, 
where Q is the fluid velocity for which the units are so chosen 
that the channel velocity downstream at infinity is unity. 
For compressible flow, the velocity 4 is related to the velocity 
ratio Q by 

q— (ga 


where q is the velocity for which the units are so chosen that 
the stagnation speed of sound is unity and where the sub- 
script d refers to conditions downstream at infinity. 
Solutions for two-dimensional flow are boundary-value 
problems. That is, the solutions depend on known condi- 
tions imposed along the boundaries of the problem. In the 
inverse problem of channel design the geometry of the chan- 
nel walls in the physical plane is unknown. This unknown 
geometry apparently precludes the possibility of solving the 
problem in the physical plane and necessitates the use of some ~ 


FIGURE 3.—Magnitude and direction of velocity at point in zy-plane. 
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new plane. This new plane must be such that the shape of 
the boundaries along which the velocities are prescribed is 
known. It is also desirable that the coordinate system of 
the new plane be orthogonal in the physical plane. A set of 
coordinates that satisfies these requirements is provided by 
the velocity potential lines of constant Ф and the streamlines 
of constant Y (where Ф and Y are defined in ref. 11), which 
are orthogonal in the zy-plane and for which the geometric 
boundaries are known constant values of * (equal to 0 and 
т/2) in the ФФ-ріапе. The distribution of velocity as a 
function of Ф along these boundaries of constant Y is known 
because, if 


Q= Qs) 
or 
q—q(s) 
is prescribed, the definition of Ф (ref. 11) gives 
Ф=%() 
from which 
Q=Q() 
or 
q—q(3) 


The technique of the channel design methods developed 
in reference 11 is therefore to solve for the physical sy- 
coordinates of the channel walls in the ¥-plane where the 
prescribed boundary conditions for the two-dimensional flow 
problem are known. 


The channel design methods of reference 11 are applied to 


the design of high-solidity cascades as follows: Along the 
upstream and downstream stagnation streamlines (fig. 2) the 
velocity will be assumed constant and equal to the upstream 
and downstream velocities, respectively. The stagnation 
points on the blade surface are ignored (which practice results 
in а cusped nose and tail that are rounded off, as indicated 
previously), and the velocity at the nose and tail are assumed 
equal to the upstream and downstream velocities, respec- 
tively. Along the channel wall corresponding to the suction 
surface of the blade element, the velocity accelerates from its 
upstream value at the nose to some maximum value, after 
which it decelerates to its downstream value at the tail. 
Along the channel wall corresponding to the pressure surface 
of the blade element, the velocity decelerates from its up- 
stream value at the blade nose to some minimum value, after 
which it accelerates to the downstream value at the tail. 

Because of the velocity difference over that portion of the 
channel walls corresponding to the blade-element surfaces, 
the channel turns the fluid an amount A0 that can be com- 
puted by equation (H5) of reference 11. If a specified value 
of A8 is desired, the prescribed velocity distribution must be 
adjusted, by methods to be considered later, to obtain this 
turning. 

The physical coordinates of the channel are determined in 
the @¥-plane for the prescribed velocity distribution accord- 
ing to the design methods of reference 11. The islands 
between adjacent channels (fig. 1) in the physical zy-plane 
constitute the blade-element profiles. The cusped nose and 
tail of these islands are rounded off at the previously selected 
positions for the nose and tail of the blade-element profiles. 

Nose and tail positions in #¥-plane.— Because the channel 


design is carried out in the ФУ-ріапе, it is necessary to de- 
termine the positions of the nose and tail on the pressure and 
suction surfaces of the channel walls in the ФФ-ріапе. Con- 
sider the flow of fluid corresponding to the channel between 
blades (fig. 2). The change in velocity potential $ from the 
upstream boundary, at which conditions are considered 
uniform, to the nose must be equal along both upstream 
stagnation streamlines so that 


里 -一 Pa — p— Фв 
from which 
Pe Фь—– o= g— do, і (1) 


where the subscripts A, В, С, D, and so forth, refer to posi- 
tions defined by the velocity potential lines in figure 2. 
But, because conditions are uniform along the upstream 
boundary, 
Фв— Ф, 
т[2 


一 tan 0", (2) 


where 7/2 is the change in Y across the channel and where 
the angle 0" is measured counterclockwise from the positive 
z'-axis of the z'/,y'-coordinate system in which the cascade 
lies along the y’-axis. From equations (1) and (2) 


Фр -t= tan 6’, (3) 
Equation (3) determines the difference in Ф on the two walls 
of the channel at the points in the ФФ-ріапе corresponding 
to the nose of the cascade blade. Likewise, the difference 
in Ф on the two walls of the channel at the points in the 
$Y-plane corresponding to the tail of the cascade blade із 
given by 

Е 


Фе —Фе==2 


tan 0, > (4) 
Equations (3) and (4) determine the relative positions on 
the channel walls in the SY-plane of points corresponding 
to the nose and tail of the blade profile, respectively. 

Prescribed velocity distribution.—In general, the pre- 
scribed distribution of velocity as a function of arc length 
along the channel walls between blade-element profiles can- 
be arbitrary for the proposed blade-element design method - 
except that the velocity is higher on the suction surface 
than on the pressure surface, the resulting blade-element 
profile must be practical, and the difference in velocity dis- 
tribution on the two walls must satisfy equations (3) and 
(4). In addition, the prescribed velocity distribution must 
result in the prescribed turning angle. This last condition 
can be determined by computing the turning angle from 
equation (H5) of reference 11 and, in general, the original 
velocity distribution must be adjusted by trial-and-error 
methods to achieve the correct (prescribed) turning angle. 
Along the channel walls upstream and downstream of the 
points (and at the points) corresponding to the nose and tail 
of the blade-element profile (fig. 2), the velocity is assumed 
constant and equal to the upstream and downstream veloc- 
ities, respectively. 

‘In the remainder of this report it is assumed that the 
velocity distribution is prescribed, for convenience, by 
log, Q (for incompressible flow) as a linear function of Ф 
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along the channel walls in the ФФ-ріапе. <A typical example 
of such a velocity distribution is given in figure 4. The 
velocity accelerates along the suction surface (Y=0) from 
the upstream value Q, at the nose $c to a maximum value 
(„ос at which it remains constant until it decelerates to the 
downstream value Qu at the tail Ф. The velocity deceler- 
ates along the pressure surface (Y —4/2) from the upstream 
value Qu at the nose $, to a minimum value Quain at which it 
remains constant until it accelerates to the downstream value 
Qa at the tail dy. The accelerating flow along the suction 
surface and the decelerating flow along the pressure surface 
near the blade nose and vice versa near the tail will, in gen- 
eral, result in a physically practical blade-element profile. 
An equation for the turning angle Ab that results from this 
linear distribution of log, Q and which must satisfy the рге- 
scribed turning angle is developed next. 

Turning angle A0.—From appendix Н of reference 11 the 
channel or cascade turning angle A0 is given by (for incom- 
pressible flow) 


ED Je a 


For linear variations in log, Q with Ф 


9 log, Q Es — Є ВЕЕТ" 


and for the type of linear velocity distribution given in 
figure 4, equation (5) integrates to give 


дано =| (log es =) or} #ec)-+(loge q 


(log, %22) бово) (Ios. 02 0) нь | (6) 
which is the cascade turning angle. For а prescribed value 
ої A0, equation (6) establishes a relation among Qs, Qu, 
Qu, Qe, Фе, Фос, Pp, Фор; Pz, Dex, Фе, and Ppr. For linearized 
compressible flow, linear distributions of log, V (defined in 
ref. 11) with of the type shown in figure 4 could be pre- 
scribed, in which case the turning angle Ab would be given 
by equation (6) with Q replaced by V. 


FIGURE 4.— Typical example of linear, prescribed variation in log,Q with $, including sub- 
script convention for and 9. 
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Allowable deceleration on suction surface.—In order to 
achieve the desired turning A0 with the minimum number of 
blades, the difference (Qmaz—Qnin) for incompressible flow or 
(Vinez— Vmin) for compressible flow must be large; and the 
arc length over which („а and Qnis are prescribed should be 
extensive. However, the magnitude of Quarz is limited by 
shock losses (compressible flow) and cavitation (incom- 
pressible flow). Also, the arc length over which Qmaz is 
prescribed is limited (in percentage of total suction surface 
length) by the allowable rate of deceleration from Qmaz to 
О, along the suction surface near the blade tail. This 
limitation will be considered next. The deceleration from 
Qu to Quin along the pressure surface near the blade nose is 
not so critical because the boundary layer is thin in this 
region. 

The allowable deceleration without boundary-layer sepa- 
ration on the suction surface is determined by the ratio 
Q2/Qmar and the blade-element Reynolds number based on 
blade chord (ref. 12). This allowable deceleration can be 
expressed as a ratio 入 of arc lengths, where ^ is defined by 

Sze — 8c 
S (7) 
where the reference point for 8 is arbitrary. The maximum 
allowable value of A for given values ої 0/0 and Reynolds 
number is given in reference 12. 

From equations (4), (16), and (40) of reference 11 tho aro 

length (8кв-- 8с) is given by 


T foo do Per do 
2 бав) |, Q' toa Q (8) 
where for the type of velocity distribution in figure 4 
Ф--ф 
log, Q-—log, Qu + (log. Q mar—log, Qu) E) 
pad <Ф<Фос) (9) 
and 
log, Q=log. Q mar (eo <P X og) 
From equations (8) and (9) 
5 ax —80)—= 22 (Rr а 4t 
mary u maz 
log, FE “0. 


and, likewise, 


5 6z 一 975 (8zg— oq 


mi. Qa— os max 
log. G tU 


so that equation (7) becomes 


| 1—2A Фес-- Фа m 
再 r 一 下 sz 十 十 
> Qmar rm. 
FUP. Qs 10g. (02) T 
Qa— О даг 


Equation (10) determines the minimum value for Фу if the 
maximum allowable rate of deceleration between bes and 
Фр is nof to be exceeded. 
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The values for \ in reference 12 are based on maximum 
allowable safe rates of deceleration which decrease in the di- 
rection of flow as the boundary-layer thickness increases. 
Thus the required distribution of log, Q along Ф is not nec- 
essarily linear as assumed in this report. However, as will 
be shown in the section Prescribed velocity distribution, the 
assumed distribution of log, Q with Ф has similar character- 
istics to those required in reference 12 and is considered ac- 
curate enough for engineering purposes. 

Rounding off nose and tail of blade-element profile.— 
After the prescribed velocity distribution has been selected 
to meet the conditions discussed previously, the channel 
shape is determined by the numerical methods developed in 
reference 11. The islands between adjacent channels (fig. 1) 
in the physical zy-plane constitute the blade-element profiles. 
Because the stagnation points are not considered in this de- 
sign method, the nose and tail of the blade element are 
cusped. These cusps are eliminated by faired curves (circu- 
lar ares, for example) that are tangent to the channel walls 
at the previously selected positions for the nose and tail of 
the blade-element profiles. 


DESIGN PROCEDURE : 


The various conditions’ to be satisfied in the application of 
the channel design method to the design of high-solidity 
cascades of blades with prescribed velocity distributions along 
the blade contours have been discussed, and the details of 
the numerical procedure for the channel design itself are the 
same as those outlined in reference 11. А brief step-by-step 
outline of the conditions to be satisfied and the numerical 
procedure follows: 

(1) The cascade, or channel, turning angle Ab and the up- 
stream and downstream velocities gu and ga are prescribed. 
(For incompressible flow the upstream velocity Q, is sufficient 
because Q4 equals 1.0.) The cascade stagger angle is fixed 
by these prescribed conditions and the equation of continuity. 
The flow may be incompressible or compressible (у equal to 
—1.0). 

(2) The solution for the equivalent channel wall coordi- 
nates will be carried out in the ФФ-ріапе. The relative posi- 
tions of points on the channel walls in the @¥-plane, ($5— Lg) 
and (Фр-- Фе) in figure 2, corresponding to the nose and tail 
of the blade profile are determined by equations (3) and (4). 

(3) The prescribed velocity along the channel walls up- 
stream of Фс and Фр is equal to the upstream velocity. 

(4) The prescribed velocity along the channel walls down- 
stream of Ф and Фу is equal to the downstream velocity. 

(5) The velocity distribution along the suction surface of 
the blade-element profile, between the points Фо and Фу (fig. 
2) on the channel wall in the transformed $Y-plane, is pre- 
scribed as an arbitrary function of arc length. Usually a 
practical blade shape results if the prescribed. velocity in- 
creases from the upstream value at the nose (Фс) and then 
decreases to the downstream value at the tail (Фу). 

(6) The prescribed velocity along the pressure surface of 
the blade-element profile, between the points Pp and Ф, 
(fig. 2) on the channel wall in the transformed ФФ-ріале, is 
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prescribed as an arbitrary function of arc length along the blade 
profile. Usually a practical blade shape results if the pre- 
scribed velocity decreases from the upstream value at the 
nose (Ф) and then increases to the downstream value at 
the tail (Фу). 

(7) In order to obtain an efficient high-solidity cascade, 
the difference in prescribed velocities on the channel walls 
corresponding to the suction and pressure surfaces of the 
blades should be large so that the blade spacing is large 
enough to prevent serious friction losses. But the maximum 
prescribed velocity on the suction surface should not be so 
large that losses result from shock or that serious boundary- 
layer separation losses result from rapid deceleration to the 
downstream velocity at the blade tail (Pz in fig. 2). 

(8) The prescribed velocity distribution on the channel 
walls must satisfy the prescribed cascade, or channel, turning 
angle A0. This angle is determined by equation (H5) of 
reference 11. If the prescribed velocity distribution does 
not satisfy the prescribed turning angle, the velocity distri- 
bution is adjusted by trial-and-error methods; or, for the 
type of linear velocity distributions given in figure 4, the 
proper adjustment in velocity can be determined directly 
from equation (6). 

(9) After the prescribed velocity distribution that satisfies 
the conditions just outlined has been selected, the channel 
design is determined by methods outlined in reference 11. 

(10) The cusped nose and tail of the islands that result. 
between adjacent channels in the physical plane (fig. 1) are 
rounded off by faired curves (circular arcs, for example) 
that are tangent to the channel walls at points corresponding 
to the nose and tail of the blade element (o through Фу in 
fig. 2). Finally, if desired, the displacement thickness of 
the boundary layer can be estimated by boundary-layer 
theory and subtracted from the preceding contours to obtain 
the final blade profile. Thus the high-solidity cascade design 
is complete. 

NUMERICAL EXAMPLE 

In general, as the percentage reaction decreases and as 
the blade camber (or turning angle) increases, the cascade 
efficiency decreases (ref. 13, p. 232). The problem selected 
is therefore to design ап efficient impulse cascade (zero 
percent reaction) with large turning angle. 

"Prescribed conditions.—Àn impulse cascade with 90° of 
turning was designed for incompressible flow with the follow- 


. ing prescribed conditions: 


(1) 0 5 一 /4 Bom 
(2) eng [A090 
(3) Q,— Q4— 1.0 


Prescribed velocity distribution.—For convenience the ve- 
locity distribution has been specified by linear variations in 
log, Q with Ф. .The following Е were arbitrarily 
selected: 


(1) Qmer=1.5 

(2) e= 

(3) Фос G5 pp — bp = y Фарел 
(4) Фьв=т | 


The quantities (Ф-— Фс) and (Ф —Фь) are obtained from 
equations (3) and (4) and are equal to т/2 and —т/2, re- 


) 
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(а) Variation in log, Q with Ф. (b) Velocity as function of arc length along suction surface. 
Figure 5.—Prescribed velocity distribution for 90° Impulse cascade blade. 
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FIGURE 6.—Strcamlines and velocity-potential lines for channel between blade elements of 90° impulse cascade. Designed for prescribed velocity distribution given in figure 5 (a). 
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spectively. The quantity Ф (fig. 2) is given by equation 
(10) with A equal to 0.5, and is equal to 3.75 7/2. (The value 
of 0.5 for 入 was obtained from fig. 5 (a) of ref. 12 for 
Qa/Qmaz equal to 0.667 and for a blade Reynolds number 
equal to o, which Reynolds number gives the minimum, and 
therefore safest, value of A.) The value of Qn: was obtained 
from equation (6) with Ab equal to 7/2: 


Qmin=0.66687 


The resulting prescribed distribution of log, Q with © is 
given in figure 5 (a). The corresponding distribution of Q 
with arc length s along the suction surface can be obtained 
from the definition of Ф in reference 11 and is given in 
figure 5 (b). The velocity distribution between Qmar (1.5) 
and Qa (1.0) is similar in shape to that resulting from the 
maximum allowable safe rates of deceleration in reference 12, 
so that the assumed linear variation in log, Q with Ф satisfies 
approximately the conditions on which the results of refer- 
ence 12 are based. 

Cascade design.—The channel shape corresponding to the 
prescribed velocity distribution in figure 5 (a) was determined 
by the relaxation methods used in reference 11 and is plotted 
in figure 6 together with the resulting high-solidity cascade of 
blades formed by rounding off the cusped nose and tail of 
the islands formed between adjacent channels. For the 
experimental investigation, a cascade of these blades with a 
chord of 5.5 inches was constructed, and the coordinates for 
this blade profile are given in table I. The blade profile was 
not adjusted to provide for the displacement thickness of the 
boundary layer. The characteristics of the resulting cascade 
are given in figure 7 on the z'/y'-plane in which all linear 
distances are dimensionless, being divided by the blade chord 
c. The reciprocal s’/e of the cascade solidity (where з" is the 
blade spacing) is 0.6130. The maximum blade thickness is 
approximately 18 percent of the chord, the trailing-edge 
thickness is approximately 2.8 percent of the chord, and the 


7° 
` perce 
28 E =X B x 
7 С 
n 10 ee 
9. 1457 g*-45 
-4 
Q,= 1.0 
0 1457 d 
В лоз" 4€ ч -.6 
4 В поз -0)"1.3° P Royr-467。 


(ву 015172 S 


FOURE 7,— Characteristics of 90° impulse cascadeinz’y’-plane, Coordinates ої blade-element, 
profile are given in table І. 
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radius of the circular arc at the, blade nose is 3.7 percent of 
the blade chord. The average angle B’ nos. of the blade sur- 
faces tangent to the circular arc at the blade nose is 46.3? so 
that the blade is overturned 1.3? &t the nose (fig. 7). 'The 
average angle B’ of the blade surfaces tangent to the 
circular arc at the blade tail is —46.7? so that the blade is 
overturned 1.7° at the tail. The blade profile is similar in 
appearance to the best shape developed in reference 6 by 
combination of circular arcs. 


CASCADE TESTS 


An experimental investigation was made on the blade 
profile just designed in order to determine if rounding off 
the cusped nose and tail has a serious effect on the resulting 
agreement between the prescribed velocity distribution on 
the blade surface and the distribution measured by test and 
to determine if the design procedure taking into account 
present knowledge of boundary-layer separation results in 
efficient blade shapes. In addition, the blade profile, which 
was designed for incompressible flow, was tested over a range 
of downstream Mach number from 0.2 to choke flow in order 
to determine effects of compressibility. 


DESCRIPTION OF APPARATUS 


Flow tank.—As indicated in the line drawing of figure 8, 
the cascade of 90° impulse blades was attached to a short 
tunnel of straight parallel walls that was mounted on a 
rounded approach at the flow test tank. Dimensions of the 
tank and piping are given in figure 8. The tank contained a 
honeycomb of square cells (2 by 2in.) 8inches deep. Immedi- 
ately upstream of the honeycomb were three screens; one 
28X30 mesh and two 40X60 mesh with the mesh oriented 
90° apart. The tank pressure, and therefore the flow rate, 
was controlled by a valve upstream of the tank. The maxi- 
mum flow rate through the tank during the tests was 88 
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FIGURE 8.—Line drawing of test setup. Al linear dimensions in Inches. 
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pounds рег second. The rounded approach to the tunnel 
had an elliptical profile. A photograph of the test setup is 
shown in figure 9. 

Tunnel.—The tunnel consisted of straight parallel walls 
that could not be adjusted to account for boundary-layer 
growth or to simulate the shape of the stagnation streamlines 
upstream of the cascade. (For high-solidity cascades the 
position and shape of the upstream tunnel walls have little 
effect on flow conditions in the channel between blades where 
the character of the flow is almost exclusively influenced by 
the shape of the blades.) The tunnel length was short to 
prevent large boundary-layer growth on the tunnel walls. 
The cross section of the tunnel normal to the direction of 
flow was 11.91 by 16.50 inches. 

Cascade.—The blade-element profile is described in table 
І, and the cascade characteristics are given in figure 7. Six 
blades with"a chord of 5.5 inches and an aspect ratio of 3.0 
were used (see ref. 14, р. 3). The blade span was therefore 
16.5 inches. Based on a blade chord of 5.5 inches, the 
Reynolds number Де was approximately related to the down- 
stream Mach number M, by 

Re 3X 10° Ma 
Thus for the minimum test value of М, equal to 0.2 the 
Reynolds number was 600,000, which is well above the critical 
values indicated in reference 12. A photograph of the 
assembled cascade is shown in figure 10. 


INSTRUMENTATION 


Tank and tunnel.—The total pressure upstream of the 
cascade was measured by a static tap downstream of the 
honeycomb in the tank (fig. 8). 'The total temperature of the 
ar was measured by а thermocouple in the tank. Static 
pressure was measured оп the center line of the tunnel walls, 
12 inches upstream of the cascade. 


«ilis 


FIGURE 9.—Photograph of test setup. 
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Cascade.—Static pressures at midspan on the blade sur- 
faces of the center channel in the cascade were measured at 
48 locations indicated in table II. In addition total-pressure 
and flow-direction surveys were made at midspan across the 
center channel between blades in & plane 1X inches down- 
stream of the exit plane of the cascade. (The flow direction 


was essentially constant in the survey plane.) The total- 


pressure probe was unshielded and the yaw probe was of the 
wedge type. The static pressure pz, used to determino flow 
conditions downstream of the cascade, was measured at a 
wall tap located approximately 1% inches downstream of the 
exit plane of the cascade and was for all values of М; approxi- 
mately equal to atmospheric room pressure. 


TEST RESULTS 


Static pressures on the blade surfaces of the center channel 
in the cascade were obtained for eight values of the down- 
stream Mach number between 0.2 and 0.79. (The casende 
choked at a downstream Mach number between 0.75 and 
0.79.) In addition, total-pressure surveys were made and the 
flow direction was measured downstream of the cascade for 
five values of the downstream Mach number between 0.3 and 
0.7. The results are plotted in figures 11 to 14. 

Pressure coefficient P.—The pressure coefficient Р is 
plotted in figure 11 as a function of the coordinate z'//c along 
the blade surface (fig. 7). The pressure coefficient P is 
defined by 

p= PM (11) 
1,a— Ра 


where р is-the static pressure and р; а is the total pressure . 
downstream of the cascade exclusive of the wake and is there- 
fore equal to the upstream total pressure. For incompressible 
flow the pressure coefficient P, defined by equation (11), 
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FIGURE 10.—Photograph of cascade with downstream total-pressure probe in positlon. 
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reduces to the usual definition for pressure coefficient, that is, 
pressure difference divided by downstream, or upstream, 
velocity head. The pressure tap corresponding to а given 
data point can be determined from tbe value of z'/c and 
table II. For incompressible flow Р is related to Q by 


P=1—Q 


The variation in Р with x'/c for the design variation in Q is 
given by the regular solid lines in figure 11. 

In figure 11 (a) the results are plotted for the downstream 
Mach numbers between 0.2 and 0.6. For these Mach num- 
bers the flow is everywhere subsonic. The agreement be- 
tween the measured and prescribed (design) values of P is 
good for М, equal to 0.198, but becomes progressively worse 
because of compressibility effects as M¿increases. In general, 
the discrepancy between the measured and prescribed values 
of P at М, equal to 0.198 can be attributed in part to the 
lower-than-design flow rate that results from the reduced 
effective flow area due to the wake displacement downstream 
of the cascade. That is, the channel between blades turned a 
slightly smaller quantity of fluid than designed for, and 
therefore required slightly less pressure difference on the 
blade surfaces. The important discrepancy between the 


(a) Downstream Mach numbers between 0.2 and 0.6. 
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design and experimental value of P on the pressure surface 
at the nose (2'/с equal to —0.393) results from rounding off 
the blade nose and will be discussed later. 


In figure 11 (b) the results (P against x’/c) are plotted for 
downstream Mach numbers of 0.70, 0.75, and 0.79. For 
these Mach numbers it will be shown that local regions of 
supersonic flow exist on the suction surface of the blade and 
shock phenomena result as indicated by the rapid fluctuation 
in pressure. For all three of these values of downstream 
Mach number two regions of shock appear on the suction 
surface; one at х"/с approximately equal to -0.275 and the 
other centrally located around x'/c equal to zero. 


Velocity Q.—The velocity Q, which is dimensionless, having 
been divided by the downstream velocity, is plotted in figure 
12 as а function of the ideal (design) velocity potential Ф 
along the blade surface. The pressure tap corresponding to 
a given data point can be determined from the value of Ф and 
table IT. The prescribed variation in Q with Ф is given by 
the regular solid lines in figure 12. The experimental values 
of Q were obtained from the total pressure and the measured 
static pressures. The total pressure was assumed equal to 
the tank pressure, so that in the presence of shock losses the 
computed velocities are indicative only. 


-1.5 


“- Prescribed variation 
in ? 


(b) Downstream Mach numbers of 0.70, 0.75, and 0.79, 


FIGURE 11 — Varlation In test values of pressure coefficient Р with position z'/c along surface of blade element. (The pressure tap corresponding to a given data point can be determined 
from the value of z//c and table П.) 
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In figure 12 (а) the variation of velocity Q with © is plot- 
ted for the downstream Mach numbers between 0.2 and 0.6. 
For these Mach numbers the flow is everywhere subsonic, 


and the agreement with the prescribed velocity distribution | 


is considered quite good and appears to be independent of 
the downstream Mach number Ma. (This independence of 
downstream Mach number will be discussed in the section 
Compressibility effects.) It is concluded that blades for 
high-solidity cascades can be designed for prescribed. veloci- 
ties by the channel flow methods of this report and that 
rounding off the nose and tail of the blade-element profile 
has negligible effect on the velocity distribution along the 
blade surface except in the vicinity of the blade nose. The 
discrepancy at the blade nose will be discussed in the section 
Continuity. 

In figure 12 (b) the variation in velocity Q with Ф 18 plotted 
for downstream Mach numbers of 0.70, 0.75, and 0.79. For 
these Mach numbers local regions of supersonic flow exist 
on the suction surface of the blade, and shock phenomena 
result at the points indicated previously by the pressure 
distribution in figure 11 (b). 


L ficient —— " ——— The loss coefficient —“— has 
Oss coenKicien (D: — pa в 1088 CO cien (ри--Ріа as 


been computed from the total-pressure survey data taken 
downstream of the cascade for five values of М; between 0.3 
and 0.7. This loss coefficient is plotted in figure 13. The 
average total-pressure loss o was calculated by methods given 


Ё. --Prescribed variation 
Wu in Q 


(а) Downstream Mach numbers between 0.2 and 0.6. 
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in appendix B. The loss coefficient at first decreases with 
increasing Ma, probably as a result of the increasing Reynolds 
number, and then increases rapidly, as а result of shock 
losses, after Ma equal to 0.6. 

Turning angle A0.— The measured value of the cascade 
turning angle А6 is plotted as a function of Ma in figure 14. 


- The sudden increase in A0 as Ma approaches 0.6 is not reason- 


able in view of the small increase in loss coefficient (fig. 13) 
at this Mach number. The measured turning angle may 
therefore be inaccurate because of the adverse test conditions 
under which the data were recorded &t high Mach numbers. 
In any event, for values of М less than 0.5 the turning angle 
is insensitive to Mach number, and the measured turning 
angle agreed within 0.5? with the design turning angle. 


ANALYSIS OF RESULTS 


The test results are analyzed for the continyity condition, 
compressibility effects, and momentum considerations. The 
cascade performance is then compared with that of similar 
cascades reported in the literature., 

Continuity. —ln figure 15 it is shown that, as the down- 
stream Mach number М, increases, the experimentally 
determined upstream Mach number М, becomes progressive- 
ly less than Ма. For an impulse cascade M, should equal 
Ma, and the measured difference between М; and M, was 
sufficiently great to require an investigation of the continuity 
condition upstream and downstream of the cascade. 


<“-Prescribed variation 
in 2 
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(b) Downstream Mach numbers of 0.70, 0.75, and 0.79. 


FIGURE 12.— Variation in test values of velocity О with coordinate Ф along surface of blade element. (The tap position corresponding to a given data point can bo determined from tho 
value of $ and table IL) 
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FIGURE 14.—Variation in air-turning angle with downstream Mach number. 


From the total-pressure surveys downstream of the 
cascade, the velocity distribution is obtained as a function 
ої y’/s’, where у" is measured from the center of a wake, and 
a typical example is given in figure 16 for a downstream 
Mach number of 0.3. (From the relatively small momentum 
losses indicated by this velocity distribution, it is concluded 
that boundary-layer separation on the blade surfaces was 
negligible.) From this velocity distribution the flow rate W 
through the channel between blades can be determined from 
the continuity equation 


Wane’ [gr cos 6’; 4(5) 
0 8" 
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—o— Test points 


impulse 
condition--, 


"- - Equation (12) 


и, f with 4*=095 
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FIGURE 15.—Varlation In upstream Mach number with downstream Mach number. 
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FIGURE 16.—Variation іп Q with $"/5' between wakes downstream of cascade. Downstream 
Mach number Ма, 0.30. 


where p” and q” are the density and velocity, respectively,.in 
dimensional form апа 0'¿is the measured flow direction down- 
stream of the cascade in the z'j/-plane. Upstream of the 
cascade, flow conditions are uniform and the continuity 
equation becomes 


W,-s'(p''q'' cos 0^), 
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The flow rates W, and И; are plotted in figure 17, and it is 
seen that the continuity condition (W,— Wa) is satisfied. 
The increasing magnitude of (Ма--М,) with increasing Ma 
(fig. 15) must therefore be caused by the displacement of the 
wake downstream of the cascade. 

If А" is the ratio of the effective flow area (geometric area 
minus the effective displacement area of the wake) down- 
stream of the cascade to the geometric area upstream of the 
cascade, М; and M, are related by (appendix C) 


240—100 ` 


1-175 ма 


—1 
145 Me 


M, 


— AF 
Mm e 


(12) 


For an impulse cascade with no boundary layer, 47 equals 
1.0 and from equation (12) M, is equal to Ma. If, however, 
the effective displacement of the boundary layer is 5 percent, 
A* is equal to 0.95 and the relation between M, and Ma is 
given by the dashed curve in figure 15. Thus, for a given 
value ої A* a cascade designed for impulse operation without 
a wake exhibits progressively more reaction as the down- 
stream Mach number increases. 

In figure 15 for values of Ма greater than 0.75, the value 
ої М, remains essentially constant and equal to 0.6, or a 
little higher, so that the cascade is choked. In figure 12 the 
high value for Q оп the pressure surface at Ф equal to 7/2 
. indicates that the choke condition occurs along this value 
of Ф. Figure 6 shows that for this value of Ф the flow area 
of the channel between blade elements is a minimum. Thus 
the upstream Mach number for choke flow could probably 


` 


be increased by a slight modification in the blade-element | 


design in the regions of $ equal to 7/2. (For example, the 
manner in which the blade nose is rounded off might be 
modified to increase the minimum flow area. Also, the 
blade nose might be extended farther upstream along the 
channel boundaries (shown in fig. 6) to guide the fluid into 
the minimum area in the proper direction. Or perhaps near 
the nose a less rapid velocity deceleration might be pre- 
scribed on the pressure surface, or a less rapid acceleration 
on the suction surface, so that the rate of area convergence 
and divergence in the vicinity of the minimum area would 
be reduced.) In addition this design modification would 
eliminate the large deceleration of the velocity along the 
pressure surface following the peak velocity at Ф equal to 
7/2 and might thus improve the efficiency of the cascade by 
eliminating а, possible region of separated boundary layer. 
Compressibility effects.—The effects of compressibility on 
P and Q are shown by the effects of Ми in figures 11 and 12. 
Consider the region of constant prescribed velocity along the 
suction surface. Provided the local velocities are subsonic, 
the absolute magnitude of the pressure coefficient Р de- 
creases with increasing Ma (fig. 11(a)), but the velocity Q 
remains essentially unchanged (fig. 12(a)). This behavior 
of P and Q is unlike that for isolated blades (airfoils), but 
compares favorably with that for the known, compressible 
flow between a curved channel consisting of streamlines 
from a free compressible vortex. (The regions of constant 
velocity along the pressure and suction surfaces of the blades 


REPORT 1116— NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 


suggest that the channel between these regions can be ap- 
proximated by the flow between selected streamlines of a freo 
vortex.) In appendix D equations are derived for comput- 
ing the variation in Р and Q with the equivalent М, for those 
radii of a free compressible vortex for which the values of Р 
апа Q at М; equal to zero (incompressible flow) are the pre- 
scribed values for thé cascade design (Qnaz=1.5, Qmin= 
0.66687, and so forth). The resulting distributions in Q 
and P with М, for the compressible vortex are shown in 
figures 18 and 19, respectively, and are compared with the 
test values of Q and P at taps 44 and 20 (see table IT) on tho 
pressure and suction surfaces of the blades, respectively. 
The agreement in trends is good and indicates that the ob- 
served variations in P and Q with M, in the tests are reason- 
able. Thus, for the high-solidity impulse cascade of this 
report the distribution of Q is essentially independent of 
downstream Mach number M,. 

The appearance of supersonic velocities on the suction 
surface of the blade is indicated (in figs. 11(b) and 12 
(b)) by sizeable variations in Р and Q (with 2’/c and Ф, re- 
spectively) due to shock phenomena. For a given value of 
Ma there is a critical value of 0 (Q.,) for which the velocity 
corresponding to (., is sonic. This relation is given by 
(appendix E) 


(13) 


which is plotted in figure 20. For test values of Q about 
equal to 1.5, such as exist on the suction surface at Ф equal 
to 7/4, the value of Ma in figure 20 is about 0.63. Thus in 
figures 11 (b) and 12 (b) shock phenomena are observed for 


values of Ма equal to 0.70, 0.75, and 0.79. 
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FIGURE 17.—Comparison of measured flow rates upstream and downstream of casende (ог 
‘ l five values of downstream Mach number. 


APPLICATION OF A CHANNEL DESIGN 


Momentum.—From momentum considerations it can be 
shown (appendix К) that the blade force in the direction of 
y” (per unit length of blade span) is equal to 


s' sin 6’, cos 0" (1-9 4 
p, es en Р у (0) 


Р са / 
8 Sin cos Du. p v ups 
ES (Gn) 


Р (14) 


where p” and q"' are evaluated from the test data by equations | 


(B2), (B3), and (В5) of appendix В, and the known value ої 
the stagnation speed of sound а». 

From the measured pressures on the blade surface, the 
blade force Fy is also equal to l 


tall ж! 
Fy == ( ra { (Ре- Ро) 4 (=) 


where the subscripts т/2 and 0 refer to the pressure and 
suction surfaces of the blade, respectively, and where for a 
given М; the integral is equal to the area under the curve in 
figure 11. The blade force Fy has been computed from the 
test data by equations (14) and (15), and the values are 
compared in figure 21. The agreement is considered satis- 
factory and serves as a check on the accuracy of the experi- 
mental data. | 

Comparison with other impulse cascades.—The test рег- 
formance [40 and minimum w/(p.—P)la] of the 90° impulse 
cascade given in this report is compared in the following 
table with that of other impulse cascades reported in the 
literature: 


(15) 
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5 0544 jsee table II 
Equation (24а) 
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FIGURE 18. 一 Variation In velocity Q with downstréam Mach numper Ma at static taps on 
pressure and suction surfaces of blade and at equivalent radii of a fres compressible vortex. 
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Sonic 
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Choke flow - —-.. 
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—o— Tap 20 


E rer 4 }See table 11 


Equation (29) 


AA ОНОЧЕМИНР) ЕЛЕНИ АЕЛуНЕСЧИРОНШР ИНН РИНГ ЬЕВЬ. 
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FIGURE 19.—Variation in pressure coefficient Р with downstream Mach number Ma at static 


taps on pressure and auction surface of blade and at equivalent radii of a free compressible 
vortex. 
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FIGURE 20.— Variation in Qer with downstream Mach number. (For a given value of Ma 


sonic velocity occurs for Q equal to Qa.) 
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Jnverse ої 

Blade solidity, 

s/c 

fee ere 0. 750 
有 -ee . 750 
A . 613 

у D A . 500 
1 DEE . 500 
у A . 574 
Gaia . 625 
Ho tao . 500 


The blades А to Н are arranged in order of increasing mini- 


All cascades have арргохі- 


mately a 90° turning angle. Blade С, from this report, is 
seen to have about as low losses as any reported in the 
literature. The low Joss coefficients of blades A and E are 
questioned in reference 13 (p. 233) because of the experi- 
mental technique. Also, the thin profiles (small values of 
t/c, where t is the maximum blade thickness) of blades А, D, 
and E prohibit their use in turbines near the blade root 
(where impulse conditions are usually approached) because 
the blade taper requires thicker profiles at the root. Blade 
B has a thicker profile and gives excellent performance. It 
is similar in shape and performance to blade C, developed 
in this report. 

It is concluded that, if properly applied, the bigh-solidity 
blade-element design method developed in this report can 
result in efficient blade profiles for incompressible flow or 
for compressible flow with local subsonic velocities. . These 
profiles can be designed directly without extensive experi- 
mental trial-and-error development. 


mum loss coefficient 7— ——- 
(р, — Фа 


SUMMARY OF RESULTS AND CONCLUSIONS 


A technique is developed for application of a channel 
design method to the design of high-solidity cascades with 


prescribed velocity distributions as a function of arc length | 


along the blade-element profile and for prescribed turning 
angles of the fluid. The technique applies to both incom- 
pressible and subsonic compressible (ratio of specific heats 
equal to —1.0) fluid motion, and the results are exact except 
for the usval approximation resulting from rounding off the 
nose and tail of the blade element. In order to investigate 
the effect on the velocity distribution of rounding off the 
nose and tail, a high-solidity 90° impulse cascade was de- 
signed and tested. To achieve good efficiency, the cascade 
was designed for prescribed velocities with maximum allow- 
able blade loading accordiag to limitations imposed by con- 
siderations of boundary-layer separation. The cascade was 
developed for incompressible flow and was tested at the 
design angle of attack over a range of downstream Mach 
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Reference 


Airfoil blading t/c=0.10 
Blade shape similar to blade C... 
Designed for prescribed velocity gradients 


13, fig. 62 
15, fig. 178 


that avoid separation This report 
Airfoil b 15, fig. 177 
Airfoil blading, t/c-30.10...... 13, fig. 62 


1.8X105___._.| Two circular arcs plus flat section, similar to 


blade C 


6, p. 4 
2105 _______| “Conventional” impulse blade, t/e=0.22.__.__| 13, fig. 62 
1.8X105......| Two circular ares, sharp nose and tail, sym- 


6, p. 4. 


numbers from 0.2 to choke flow. From the results of the 
tests it is concluded that: 

1. Blades for high-solidity cascades can be designed for 
prescribed velocities by the channel flow methods of this 
report. 

2. Rounding off the nose and tail of the blade-element 
profile has negligible effect on the velocity distribution along 
the blade surface except in the vicinity of the blade nose. 

3. The distribution of the velocity (expressed as a ratio of 
the downstream velocity) is essentially independent of down- 
stream Mach number, provided the maximum velocity on 
the blade surface is subsonic. 

4. For the velocity distribution that was prescribed (and 
measured), the boundary-layer separation on the blade sur- 
faces was negligible. 

5. For downstream Mach numbers of 0.5 or less the meas- 
ured turning angle was less than 0.5° greater than the design 


turning angle (90°). 
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FIGURE 21.— Comparison of blade force in direction of у" as determined from measured statio 
pressures on blade surface and from momentum equation (14). 
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6. The cascade choked near the inlet at an upstream 
Mach number slightly greater than 0.6. This Mach number 
for choke could probably be increased by a modification in 
the profile design near the blade nose. 

7, Sonic velocity first appears on the suction surface of the 
blade at а, downstream Mach number of about 0.63 and for 
downstream Mach numbers of 0.70, 0.75, and 0.79 shock 
phenomena were observed on the blade surfaces. 

8. A cascade designed for impulse operation without а, 
boundary layer exhibits progressively more reaction in the 
presence of a constant wake displacement as the downstream 
Mach number increases. 


- 
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9. If properly applied, the high-solidity ‘ blade-element 
design method developed in this report can result in efficient 
blade profiles for incompressible flow or for compressible 
flow with local subsonic velocities. These profiles can be 
designed directly without extensive experimental trial-and- 
error development. 


Lewis FLIGET PROPULSION LABORATORY, 
NATIONAL ÁpviSORY COMMITTEE FOR AERONAUTICS, 
CLEVELAND, Оніо, November 30, 1951. 


APPENDIX A 
SYMBOLS 


The following symbols are used in this report: 


A* ratio of flow area downstream of cascade to 
flow area upstream 

a local speed of sound 

Qo stagnation speed of sound 

C blade chord (fig. 7) 

By blade force in direction ої у" 

g gravitational acceleration | 
Kı, K constants, eqs. (Dla) and (D4a), respec- 
tively, of appendix D 

M Mach number, 9""/а 

P pressure coefficient, eq. (11) 

p static pressure (dimensional form) 

'Api loss in total pressure at point downstream 
of cascade 

Q velocity (for which units are so chosen that 
channel velocity downstream at infinity 
is unity) 

Qer critical value of Q for which velocity 
corresponding to Q,, is sonic; related to 
М; by eq. (13) 

q velocity (for which units are so chosen that 
stagnation speed of sound is unity) 

q" velocity (dimensional form) 

R perfect gas constant 

Re Reynolds number based on blade chord 

7 radius from center of free vortex (for which 


radius the units are so chosen that width, 
downstream at infinity, of channel be- 
tween cascade blades that is being simu- 
lated by free vortex is unity) 

8 distance in zy-plane measured along direc- 
tion of flow from arbitrary reference 
point (for which distance the units аге so 
chosen that channel width downstream 
at infinity is unity) 

5", blade spacing (fig. 7) 

temperature of gas 

maximum thickness of blade-element profile 

velocity parameter defined in ref. 11 


flow rate (per unit length of blade span) 
through channel between two blade 
elements 


xu 


Sp ~ 


Cartesian coordinates in physical plane (for 
which coordinates the units are so chosen 
that channel width downstream at infin- 


ity is unity) 


LY 


e y? z,y-coordinate system rotated and trans- 
lated so that cascade lies along y'-axis 
(fig. 7) 
Brose Biai average angle of blade surfaces tangent to 
circular arcs at nose and tail, respec- 
tively, in z’y’-plane (fig. 7) 
ratio of specific heats 
finite increment 
flow direction in physical zy-plane (meas- 
ured in counterclockwise direction from 
positive z-axis) 
ДӨ channel, or cascade, turning angle 
6’ flow direction in physical z’y’-plane (meas- 
ured. counterclockwise from positive 
z'-axis) 
і ratio of arc lengths, eq. (7) 
p density (expressed as ratio of stagnation 
density) 
p"! density (dimensional form) 
$b, y velocity potential and stream function, 
respectively, used as Cartesian coordinates 
in transformed ФФ-ріапе and defined in 
ref. 11 
w average loss in total pressure, eq. (B1) of 
appendix B 
Subscripts: 
A,B, .. . , Н positions defined by velocity potential lines 
in fig. 2 
CC,DD,EE,FF values of $ defined in fig. 4 
d conditions downstream at infinity 
mes maximum 
-— minimum 
t total, or stagnation, condition 
人 . conditions upstream at infinity 
0 right boundary of channel, when faced in 
| direction of flow, along which Y із equal 
to zero 
* left boundary of channel, when faced in 
2 direction of flow, along which Y is equal 


to 7/2 


208 | REPORT 1110— NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 
APPENDIX B | 
"CALCULATION OF AVERAGE LOSS IN TOTAL PRESSURE о FROM TOTAL-PRESSURE SURVEY DOWNSTREAM OF CASCADE 


By definition the mass-weighted average value of the loss | where Т is the temperature of the gas and y is the ratio of 


in total pressure (Ap,4) downstream of the cascade is specific heats, so that 
— Sp” (Ap, ду" a TNT Lp. NAS 
Gun m hr (B1) VN ER Qe M caet ху 
Ло"єду : Di T ) € 2 s 


where the integration is taken across an entire channel equal | from which 


in width to the blade spacing and therefore including the Sca 
wake region. The density p” is related to the pressure p by = 2 E (2) Y l (B5) 
| | та A 
1 


£-—(2)' (B2) | Thus, from equations (B1), (B2), (B3), and (B5) 


J 


where, from the perfect gas law, | 
ue ) гае (в) Tay 
рр (B3) (B6). 
| UE T (в 
Also, from the general energy equation, (By : Uu" і 


T о 7 一 1 , where p, is the total pressure measured by the survey along 
t у". - 
APPENDIX C 
RELATION BETWEEN M, AND M, FOR VARIOUS AREA RATIOS A* 
From continuity considerations and 
i J 
4 = * aT. 
ри (Ма) ча pa (Ma). À. (С1) A = : 1 НА Да 1 M, 24” 
where p is the fluid density expressed as a ratio of the stag- m C = -一 气 一 
nation density, М is the local Mach number, a is the local 1 十 一 Ма 


speed ої sound so that the product (Ма) is equal to the 


velocity g”, and 4" is the ratio of the effective downstream | from which equation (C1) becomes’ 


flow area to the upstream area. From the general energy yd 

equation, 141—1 yw UU 
T rl M,—M,A'| 一 一 一 一 一 一 (12) 
m= l C2 i: 4 — 
T T6 (02) | 142 Me 

so that 


yl 2 
da Ta. ME Яни 
ay a 1422 MA : 


APPENDIX D 
EQUIVALENT COMPRESSIBLE FREE VORTEX 


The regions of constant, prescribed velocity &long the pres- | flow along the suction and pressure surfaces of the blade, 
sure and suction surfaces of the 90° impulse blade suggest | respectively. 


that, for purposes of investigating the variation in these Incompressible free vortex. E an incompressible free 
velocities with the equivalent downstream Mach number, the | vortex 
channel between these regions of constant velocity can be Qr=XK, (Dia) 


approximated by the flow between selected streamlines of a 
compressible free vortex. First, the radii for these selected Quo Qu t's (D1b) 
streamlines are determined for an incompressible free vortex 3 2 


to give the prescribed values of Q and Qz for incompressible | where r, like the Cartesian coordinates z and'y, is expressed 


so that 
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in units of the channel width downstream at infinity of the 
channel between cascade blades that is being simulated by 
the free vortex. From continuity 


і f FQ dr=1.0 (D2) 


so that, from equations (Dia) and (D2), 


Tr 
Ki log, 7 一 上 0 


and therefore, from equations (Dla) and (DIDb), 
(D3a) 
and 

log, Qe (D3b) 


Equations (D3a) and (D3b) give the radii that determine the 
channel in the free vortex (compressible or incompressible) 
which is equivalent to the channel between the cascade 
blades in the region of constant prescribed velocity along the 
pressure and suction surfaces. For the prescribed values of 
©, and Qz (1.5 and 0.66687, respectively) the values of то and 


тя given by equations (D3a) and (D3b) are 0.82260 and 


1.84992, respectively. 
Compressible free vortex.—For a compressible free vortex 


Qr—K; (D4a) 
во that 
Qoro— Qz Tr (D4b) 
2 2 
and, from continuity, 
Pr 
(задача (D5) 
where, from equation (B4), 
Ty a 
7-1 —1 T-1 
A om 
во that 
1 
一 1 y—1 
pa=(1—75* ae) (D6b) 
Equation (D6a) expands in series form to give 
1 2— | | 
p=1=3 Part EZ Yui... (D6c) 


so that equation (D5), together with equations (D4a), (D6b), 
and (D6c), integrates to give 
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where, from equation (C2), 


_ -La Ma 
qa— Ma To E рар 


: (D8) 
1 十 > Мі 


From equations (D7) and (D8) Ag is a known function of M, 
and therefore Q and Qx are given by equation (D4a). The 


variation in Q and Q+ with M, is plotted in figure 18. 
2 
The pressure coefficient P is defined by 


D. Da 

ро 2 一 pe Р.а Dus 
Pt,a— Pa ] Pa 
р.а 


where, from equation (B4), 
| EN E 3 
Ll) (1-11 Qué s 
Pra Ti 2 


so that, with 5,—9,a, 


A A 
А (1-2 Qui) 7 -(1-1 > 7) 
CASE Le AM. ДЕ ios СА 


— 1] * 1Y—1 
17 (1-2 ; 7 


Equation (D9) determines Р for given values ої Q and qa. 
The variation in P, and Ро with Мо is plotted in figure 19. 


Choke flow.—Choke, or maximum, flow occurs when the 
derivative of the flow rate with respect to a characteristic 
velocity is zero. From equation (D5) the flow rate is pro- 
portional to pa, and from equation (D4a) the velocity at each 
radius is proportional to A, so that choke flow occurs when 


dpa — 
акт) 


Therefore, from equation (D7) 


0=log, g 2 Ae (e) 27 qA Est 区 y T 


4 Ts" To 32 
To 4 


3(1 1y. өү 1V,50—0/1 1), 3 
4 irr 2 1617? 23) 8 ir а) Бет 
2 3 2 


52-7/1 1 
16 T£ то 
2 


or 


(D10) 
The value of M, for choke flow is then obtained from equa- 
tions (D7), (08), and (1210). For the values of rọ and "т 


given by equations-(D3a) and (D3b), the value of M; thus ob- 
tained is 0.815. 
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APPENDIX E Е 
CRITICAL VALUE ОЕ 0 FOR WHICH VELOCITY IS SONIC 


For a given value of М, there is a critical value ої Q (Qe) 
for which the velocity corresponding to Qe is sonic. By 
definition 


- 4. 
ci Ma T, 


By definition Q is equal to 0,, if M is equal 6 1.0 во that 
equation (E1) becomes 


(13) 


(ЕЛ) Equation (13) gives the relation between Qe and Ma, which 
relation is plotted in figure 20. 
APPENDIX F Í 


BLADE FORCE COMPUTED FROM MOMENTUM CONSIDERATIONS 


If the viscous shear forces, which are relatively small, are 
ignored, the blade force Fy, acting on the fluid in the-positive 
y'-direction (fig. 7) must, from momentum considerations, 


equal the change in the rate of momentum, in the positive- 


y'-direction, of the fluid flowing through the cascade. The 
гаїв of momentum flow into the cascade in the positive 
y'-direction is 

- 8" sin 0", cos 0", 


g TT p" Lg” «y 


where flow conditions are considered uniform upstream of 
the cascade, and the rate of momentum flow out of the 
cascade in the positive y’-direction is 


8" gin 0' cos 0', ("19 і 
sin teens fe [ мо) 


where the flow direction is uniform at a station far enough 
downstream. Therefore, F, becomes 


8" gin 04 0'4 
a AC С S 


s' sin 6’, cos 0' 
=== q” и) 


a (14) 


Equation (14) gives the component of the blade force in the 
positive direction of y”. 
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TABLE IL—BLADE PROFILE COORDINATES 


(802 impulse cascade; prescribed velocity distribution, fig. 5; incompressible flow] 


ac 


"HH dBddHdddnceccdddddddddd 7 
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TABLE IL—STATIC TAP LOCATIONS ON BLADE SURFACE AT MIDSPAN 


[90° impulse cascade] 


. 015 


. 243 


. 257 


E 


.112 


